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Message Text 

UNCLASSIFIED 

PAGE 01 MEDELL 00076 020453Z 

ACTION ARA-10 

INFO OCT-01 ISO-OO EB-08 /019W 

021401Z 024658/40 

R 301400Z MAR 77 
FM AMCONSUL MEDELLIN 
TO RUEHDC USDOC WASHDC 
INFO SECSTATE WASHDC 1461 
AMEMBASSY BOGOTA 

UNCLAS MEDELLIN 0076 

E.O. 11652: N/A 
TAGS: BEXP CO 

SUB J : FOREINGN GOVERNMENT TENDER 

1. 301/04/T-0004 

2. 032577 

3. J. YOULE 

4. 301 COLOMBIA 

5. C 

6A. REPLY TO -- 
6B. 

6C. DIVISION COMERCIAL 

EMPRESAS PUBLICAS DE MEDELLIN 
EDIFICIO MIGUEL DE AGUINAGA - PISO 6 
CALLE53 NO.52-16 
MEDELLIN, COLOMBIA 

7. 02-3-77 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 MEDELL 00076 020453Z 


8. 05/17/77 4: 10 P.M. 

9. 201 

10. DESIGN, MANUFACTURE AND SUPPLY OF: 
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3561 1XX THREE HORIZONTAL AXLE CENTRIFUGAL PUMPS (SPLIT CASING). 
CAPACITY OF 3,000 M3/HOUR AGAINST A TOTAL DYNAMIC HEAD OF 14.0 MTRS. 

3622016 THREE INDUCTION SQUIRREL CAGE MOTORS TO OPERATE CENTRIFUGAL 
PUMPS. 3-PHASE MOTORS OF 440 VOLTS, 60 CYCLES, DELTA JOINT. 

3494333 THREE BUTTERFLY VALVES TO BE PLACED IN THE SUCTION ARM OF 
EACH PUMP. DIAMETER 24 & WORKING PRESSURE 50 LBS/SQU. INCH& 
OPERATION: MANUAL& VOLUME OF FLOW: 3,000 M3/HOUR. 

3494235 THREE BUTTERFLY VALVES TO BE PLACED IN THE IMPULSION ARM 
OF EACH PUMP. DRIVEN HYDRAULICALLY BY MEANS OF ELECTRICAL CONTROL, 
THEY WILL ACT AS A NORMAL CLOSING VALVE AND ABSORB THE HYDRAULIC 
RAM. THESE SHOULD BE SUPPLIED AS A COMPLETE HYDRAULIC SYSTEM 
INCLUDING OIL PUMPS, LEAF OF GATE, ETC. DIAMETER: 24 & WORKING 
PRESSURE: 50LBS/SQ. INCH& MAXIMUM VOLUME OF FLOW: 3,000 M3/HOUR. 

34943XX TWO GATE VALVES. DIAMETER 6 . WORKING PRESSURE: 50LBS/SQ. 

INCH. 

3823068 ONE FLOW MEASURING INTRUMENT. TYPE: MULTIPLE ORIFICE PITOT 
TUBE, WITH ELECTRIC TRANSMISSION, RECORDER INDICATOR. TOTALIZER 
AND ACCESSORIES. INTERIOR DIAMETER OF TUBING: 1 METER& MAXIMUM 
VOLUME OF FLOW: 8,000 M3/HOUR& WORKING PRESSURE: 50LBS/SQ. . 

3613XX ONE SWITCHBOARD FOR THREE GROUPS OF MOTOR PUMPS. 

3612583 ONE 3-PHASE OUTDOOR TRANSFORMER. VOLTAGE 13.2 KV. OVER/UNDER 
2X2.5PER CENT/440 VOLTS. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 MEDELL 00076 020453Z 

EYREPTO ONE DISCONNECTOR FOR 15KV.50 AMPERES OF NOMINAL CURRENT. 

3613493 SIX FUSES OF 13.2KV. 30A. OF NOMINAL CURRENT. SYMETRICAL 
BREAKING CAPACITY: 150MVA. 

3643061 FOUR LIGHTNING ARRESTORS OF 12KV. 

TERMS AND SPECIFICATIONS AVAILABLE AT ABOVE ADDRESS AT 800 PESOS 
FOR THE FIRST COPY AND 400 PESOS EACH ADDITIONAL COPY (* 1.00:37 
PESOS APPROX.). EMPRESAS PUBLICAS DE MEDELLIN IS THE PUBLIC UTILITY 
BRANCH OF THE MUNICIPAL GOVERNMENT OF MEDELLIN. IT IS A SEMI-AUTO- 
NOMOUS ORGANIZATION. 

YOULE 


UNCLASSIFIED 
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NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 30-Mar-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977MEDELL00076 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 14-0755 
Format: TEL 
From: MEDELLIN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1977037/aaaaafsk.tel 

Line Count: 110 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: a1d4bab9-c288-dd11-92da-001cc4696bcc 

Office: ACTION ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 17-Sep-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3139227 
Secure: OPEN 
Status: NATIVE 

Subject: FOREINGN GOVERNMENT TENDER 
TAGS: BEXP, CO 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/a1d4bab9-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 
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